TOMORROW'S HOUSES

81. Methods of attaching external cladding to steel framework.
With steel posts at module centres an alternative external finish is
cement rendering on some form of ribbed expanded metal or dovetail steel
sheeting. Protection against corrosion should be obtained in the former
case by back rendering the expanded metal and in the latter case by using
galvanised steel sheets.
The advantages of steel external coverings lie, however, in the absolute
water-tightness of the covering and also, by a recent development of the